470 Series LED Street 
Light 

1. Product Name: LED street light 470 Series 

2.Specil design looks with good heat dissipation 
ability 

3. Using high efficiency thermal conductivity 
silicon 

4. Long lifespan for over 3000 working hours 

5. Available for various input voltage 

6. Have Unique protection circuit and exact 
constant current system 

7. Passed CE CB EMC GS TUV UL certificates 

- See more at: http://www.ledskylamp.com/Cob- 
Series/470-Series-LED-Street-Light.shtml 





530 Series LED Street 
Light 

1. Product Name: LED street lamps 
530 Series 

2. Adopt Super Brightness Multi-Chip 
LED Lighting Source, have long lifespan 

3. Energy saving and Environment 
friendly, can work well with the solar 
system 

4. Using super bright Bridge lux LED 
chip 

5. Using high efficiency thermal 
conductivity silicon 

6. Wide applications at home and 
abroad 

7. Has approved CE CB EMC GS TUV UL 

8. Have a secondary energy saving 
system 

9. Low LED street light cost 
- See more at: 

http://www.ledskylamp.com/Cob- 

Series/530-Series-LED-Street- 

Light.shtml 



690 Series LED Street 
Light 

1. Product Name: LED street lighting 690 
Series 

2. Lighting Source: Super Brightness Multi- 
Chip LED 

3. Long lifespan, Energy saving, 
Environment friendly and High efficiency 

4. Do not have strobe or ghosting 

5. Using high efficiency thermal 
conductivity silicon 

6. Good at the heat dissipation, free from 
heating problems 

7. Available for solar DC10V-28V - See 
more at: 

http://www.ledskylamp.com/Cob- 
Series/690-Series-LED-Street-Light.shtml 



760 Series LED Street 
Light 

1. Product Name: LED street light 760 
Series 

2. Adopt Super Brightness Multi-Chip LED 
Lighting Source, encapsulation is provided 

3. Long lifespan, can work for over 3000 
hours 

4. Energy saving and Environment friendly, 
can use the solar system as a secondary 
energy saving system 

5. Wide range for the input voltage, can be 
used at home and abroad 

6. Passed CE CB EMC GS TUV UL 
certificates - See more at: 
http://www.ledskylamp.com/Cob- 
Series/760-Series-LED-Street-Light.shtml 



P Series LED Street 
Light 

1. Product Name: china LED street 
light P Series 

2. Special design looks and good heat 
dissipation capability 

3. Adopt Super Brightness Multi-Chip 
LED Lighting Source 

4. Energy saving and Environment 
friendly 

5. Using high efficiency thermal 
conductivity silicon 

6. The lifespan for the led light is over 
30000 hours 

7. Available for solar DC10V-28V 

8. Approved CE CB EMC GS TUV UL 
certificates 

- See more at: 

http://www.ledskylamp.com/Cob- 
Series/P-Series-LED-Street-Light.shtml 



Y Series LED Street Light 



1. Product Name: cheap LED street light Y 
Series 

2. Lighting Source: Super Brightness Multi-Chip 
LED 

3. Long service time 

4. Save more energy and do no harm to the 
environment 

5. Use super bright Bridge lux LED chip 

6. Use high efficiency thermal conductivity 
silicon 

7. The range for the input voltage is wide 

8. CE CB EMC GS TUV UL certificated 

9. Can be used at home and abroad 
- See more at: 

http://www.ledskylamp.com/Cob-Series/Y- 
Series-LED-Street-Light.shtml 



